Technical Datasheet 


ACS-39DD-DD 

IDE Flat Cable - 3x female, 44pin, 2mm pitch cdnnectdrs 


General Features 

• The ACS-3900-00 has been designed to connect up to 2 IDE devices to a Eurotech CPU module 

• 3x Female IDC 44-pin, 2.00mm pitch connectors 

• AWG28 Flat Cable 

• RoHS Compliant 



Mechanical Dimensions 
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Related Parts 

ADP-1022-00: PC104 IDE to Compact Flash Adaptor 

• PC104 form factor 

• Powered from the ISA bus 


ADP-1022-01: Remote IDE to Compact Flash Adaptor 

• Small footprint remote IDE to Compact 
Flash Adaptor 

• Auxiliary power input 
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Note: The information in this document is subject to change without notice and should not be construed as a commitment by EuroTecH S.p.A. 
While reasonable precautions have been taken, EuroTecH S.p.A. assumes no responsibility for any error that may appear in this document. 

All trademarks or registred trademarks are the properties of their respective companies. 
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